O (/» 


ANALYTICAL & CONTROL 
INSTRUMENTS 


Baird 
^Atomic ■ 


STA^ff 


r d4(-lRD^4-(5^b?? C (lb U oV e Oob501 27-0 

S TELEPHONE: UNIVERSITY 4-7420 - CABLE: BAIRDCO Cambridge, Massachusetts, U.S.A. TERMS: NET 30 DAYS 

YOUR ORDER 7 \ 

V*° r? 3 

s \ cO^ 


DAH "O RDER RECEIVED CUSTOMER'S , PURCHASE ORDER NO. 

NY-BA-327 


SCHEDULED SHIPPING DATE j SALESMAN 


INVOICE NUMBER 

5155-28 

"CARRIER'S RECEIPT NUMBER 




Payment 


ICIER ‘ Cate) 


6,20011/08/1 Sa r 

A) OF THE FAIR LABOR S 




m <t hn tnl 
















Approved For Release 2001/08/15 : CIA-RDP64-00360R0ftoPf00050127-0 



VERMS AND CONDITIONS OF QUOTATION OR SALE 

* - t 


Authority: All sales agreements require approval, acceptance and acknowledgment by Baird-Atomic, Inc., hereinafter called 
" Baird/' gnd may not be altered in its behalf except in writing signed by an authorized Home Office representative. 

Shipment and Passage of Title: Shipment will be made F.O.B. point of origin, unless other F.O.B. point is specified on the face 
hereof, in the absence of specific shipping instructions, method of shipment will be determined by Baird. In all cases Baird’s 
responsibility, (except as stated in its warranty) ceases and risk of loss and title shall pass upon delivery ,of thp ,mat,priql to 
* : inje 'cdirfeci irrespective of methods of shipment and method of payment for shipment. V "* r.u. *~ jf 

Delivery: Baird will endeavor to meet delivery schedules, but in no case shall Baird incur any liability, consequential or_ other- 
wise, for any delays or failure to deliver as the result of ceasing to manufacture any product, or for any cause beyond its 
reasonable control, including, \WutNoi>t , |imiting the generality of the foregoing, acts of God, or of the public enemy, acts of 
the purchaser, labor disputed, *oc&de>rts,> transportation conditions, government actions of any kind, inability to secure ade- 
quate material or labor, or any cause similar or dissimilar to the foregoing. Quoted delivery dates are Baird’s best estimate, 
on the basis of current schedules. In no event shall Baird be liable far special or consequential damages resulting from 
failure to meet requested delivery schedules. * r > / 1 r T~ r V ? iV* ' < 7TfV" T T\} ^ ~ 

iPrkes and Terms of Payment: 

Prices: All prices are sub|ect to change without notice prior to acceptance of order by Baird. '£^ffyr£,tg.§fclTofe sybjpqt to 
withdrawal at anytime prior to acceptance by purchaser. Terms of Payment: On approved cr-ftdit dc£Obnti/-alt' invoices are 
due and payable in flail 30 days from date of invoices, unless other terms are specified by Baird. In all cases, if shipment 
is delayed by purchaser, payment shqll becorpe.^luf da-y-% frpm the dajfe^^ird 
the date originally scheduled*, Whichever is latdt."* ” ' 


is prbpcpred t v o majce shipment, or -from 

v ? (J i * 


Cancellation and Returns; This contract may be cancelled by purchaser only,upon payment^pf^rgajpnqbl^g cc^ficpJIgtioQ charges 
which shall ipke into account expenses for bbafi aic^mdfertdf, coa&xtad? pnd father commitments mqd& by'Baird. 

riling of a petition in bankruptcy or commencement of any insolvency proceeding pursuant to State Taw shall be deemed 

0 cancellation by the purchase/. . N , t . ... ... . rrr - 

" \ - ^ / 'Returns will' be accepted briiy wthenijpp roved i&ativbttoe ill wihtin g/ by an dufRafized Bbira- Hofnjf Office representa- 
tive and when so approved will be allowed only in conformity with the approval, which normally will requif^,_pijnon^ Ofher 
things, that the return shipment be prepaid and subject to a ten percent handling charge. 


Warranty: Except as otherwise agreed in writing Baird warrants, under normal cqgjditioas. of operation, all parts of Jhe equip- 
ment except ^biswatfe/cincf stock compfenenTs^trcb ds -k/foes^dncf bu^bs, rfoBof its {manufacture, p^iinsf defects' of material 
and workmanship. ThisCwdrrcuify Shall cfimmenoe- to S’un fr^nrij tjtjejdpff? of pf^pwient pn^ ihall continue for a period of six 
months unless otherwise specified in Baird’s most current catalog for the particular *eauipipent aMheydote of acceptance of 
the order orm-6§irtlV Wfftten quotation. Bqird^ihqfMridt -be fcbBlk £ fer dpfiructfan of instruments during delivery 

or caused by other than Bpird'trripfoyees. In dn£ esvppt,, liabijijyjstocjll nqt exceyd the ^ITreplpc^nYent of defective parts 
upon prompt -notification of sgch defecj. Scive fpr v^arranty of title, no other ^prr(5ntje5. ^Fiqll be implied. 

Patents: The purchaser shall indemnify Baird against all claims of patent mfringement^with respect to goods manufactured 
wholly or partially to the purchaser's design or specifications. Save as provided otherwise in research and development 
contracts for government end use, all proprietor# rights in ddsigns^, tqolSj pqfrei'njs, Jpfd 0 ^^ipn r .^ 9 j?;^iiip|nent 

not furnished by the purchaser are*-reservea to Baird. 


Taxes: Thevamount of any present ar future sales, use or similar taxes, and import or export tariffs applicable to the equip- 
ment sold hereunder shall be. payable by the. purchaser when and as incurred. 

7hc^ Contract; 'Unless otherwise agreed in wrWnq the;provisions on the face and reverse hereof shall constitute the entire agree- 
ment'-Ond understanding of the parties aito shallnot be modified by standard clauses in the customer's purchase order or 
elsewhere. The purchaser shall not d$sig6 this contract or any rights hereunder without written consent of Baird. 
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